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UNCLASSIFIED 

PAGE 01 QUITO 00465 242121Z 
ACTION ARA-14 


Message Text 


INFO OCT-02 ISO-OO EB-08 /023 W 

124106 250616Z/23 

R 241928Z JAN 78 
FM AMEMBASSY QUITO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7051 
AMCONSUL GUAYAQUIL POUCH 

UNCLAS QUITO 0465 

E.O. 11652: N/A 
TAGS: BEXP, BENC, EC 

SUBJECT: MAJOR PROJECT EARLY WARNING - 220 BED HOSPITAL 


1 . DIRECTOR OF THE HOSPITALS DIVISION, ECUADOREAN INSTITUTE 
OF SANITARY WORKS (IEOS), HAS INFORMED EMBASSY THAT MINISTRY 
OF HEALTH WILL ANNOUNCE US$11 MILLION PUBLIC TENDER DURING 
THIRD QUARTER 1978 FOR TURN-KEY CONTRACT TO CONSTRUCT AND EQUIP 
220 BED HOSPITAL IN IBARRA. 


2. U.S. FIRMS INTERESTED IN PROJECT ARE ADVISED TO SEEK 
ASSOCIATION WITH ECUADOREAN FIRM. THOSE WISHING TO SELL 
MEDICAL EQUIPMENT AT LATER DATE TO PRIME CONTRACTOR MUST 
ALSO HAVE LOCAL REPRESENTATION. 

CORR 


UNCLASSIFIED 
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